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SUBSTITUTE  TABLE  A  FOR  DEVELOPMENT  PLAN 

for 
PLANNED  DEVELOPMENT  AREA  NO.  23 

contained  in 
DEVELOPMENT  PLAN  AND  APPLICATION 
WITH  SUPPORTING  DOCUMENTATION 

for 
PLANNED  DEVELOPMENT  AREA  NO.  23 
dated  March  16,  1987 
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Delete  Table  A  of  the  Development 
Plan  for  Planned  Development 
Area  No.  23  contained  in  the 
Development  Plan  and  Application 
with  Supporting  Documentation 
for  Planned  Development  Area  No.  23 
dated  March  16,  1987  and  substitute 
therefor  the  following  Table  A. 
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TABLE  A 
DIMENSIONS  AND  USES 

Minimum 

Number  Building  Gross  Floor  Area 

Loading  Lot  Area     Height  (feet)  Principal     of  Buildings  on 

Bays  Not  to  Exceed-^  Not  to  Exceed^  Uses  on  Lot"  Lot  Not  to  Exceed^ 

1  38,354  325  Office         501,895 

Retail  15,792 

B      3  39,407  122  Office         176,324 

Retail  22,532 

3  42,361         122  Office         166,887 

Retail  14,179 

4  59,052  334  Office         588,630 

Retail  42,787 

E      0  25,821         110  Cultural       110, 000^ 

F      1  55,448  220  Residential     426,520 

Retail  44,000 

G  1  49,798         188  Residential     250,460 

Retail  10,420 

Residential    149,750 

Hotel  667,909 

Retail  24,508 

Open  Space  -4 

Open  Space  -4 

Open  Space  -4 

Marina  -4 

The  lots  referenced  in  this  Table  A  are  located  approximately  as 
shown  on  the  plan  attached  to  the  Development  Plan  as  Exhibit  II. 
Certain  lots  set  forth  on  Exhibit  II  may  be  reconfigured  prior  to  the 
approval  by  the  BRA  of  the  Final  Plans  and  Specifications.   The  BRA  may 
find  that  such  reconfigured  lots  are  consistent  with  this  Development 
Plan  provided  no  less  than  2/3  of  the  area  of  any  reconfigured  lot 
falls  within  the  boundaries  of  such  lot  as  set  forth  on  Exhibit  II. 
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W  Heights  provided  are  measured  to  the  top  of  the  highest  occupiable 
™loor  of  each  building.  In  order  to  permit  the  developer  to  meet  its 
Affordable  Housing  Commitment,  and  subject  to  the  BRA's  design  review 
approval,  the  height  of  the  buildings  located  on  lots  A,  B,  C  and  D  may 
be  increased  by  no  more  than  25  feet  and  the  heights  of  the  buildings 
located  on  lots  F,  G  and  H  may  be  increased  by  no  more  than  30  feet. 

' -^  Includes  approximately  3,000  square  feet  devoted  to  uses  related  to 
an  adjacent  docking  space. 

^    It  is  anticipated  that  major  above-grade  buildings  will  not  be 
located  on  this  lot.   However,  certain  structures  to  be  located  on  this 
lot  may,  under  a  technical  interpretation  of  the  Boston  Zoning  Code,  be 
considered  "buildings"  and  thus  possess  building  height  and  gross  floor 
area. 

^  Each  gross  floor  area  figure  presented  is  subject  to  an  increase  of 
up  to  10%  provided  such  increase  is  accompanied  by  a  corresponding 
reduction  in  the  gross  floor  area  indicated  on  another  lot  in  the 
Project  which  gross  floor  area  on  another  lot  in  the  Project  is 
dedicated  to  the  same  princial  use.   In  order  to  permit  the  developer 
to  meet  its  Affordable  Housing  Commitment,  and  subject  to  the  BRA's 
design  review  approval,  the  buildings  on  Lots  A,  B,  C,  D,  F,  G,  and  H 
may  be  increased  in  the  aggregate  by  no  more  than  50,000  square  feet  of 
gross  floor  area.   Any  increase  in  Table  C  uses  will  result  in  a 
concomitant  increase  in  the  developer's  linkage  contribution.   Except 
for  the  50,000  square  feet  of  gross  floor  area  permitted  to  allow  the 
developer  to  satisfy  its  Affordable  Housing  Commitment,  the  FAR  for  the 
Project  as  a  whole  shall  not  exceed  4.25  and  the  FAR  for  the  commercial 
and  office  retail  components  of  the  Project  shall  not  exceed  2.25,  both 
as  said  FAR's  are  established  in  the  Proposed  Densities  section  above. 

^  Below-grade  parking  facilities  containing  2,200  to  2,600  spaces  will 
be  located,  with  respect  to  the  parking  facility  south  of  the  canal, 
below  the  surface  of  Lots  A,  B,  C,  D,  and  possibly  Lot  E,  and,  with 
respect  to  the  parking  facility  north  of  the  canal,  below  the  surface 
of  Lots  F,  G,  H,  the  Hotel  Lot,  and  possibly  the  Harborfront  II  Lot. 
The  majority  of  the  below-grade  parking  spaces  in  the  Project  Area  will 
be  located  north  of  the  canal. 
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